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The Kmo ruble Ctif Hayden / 
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I «njoy*«J our visit the other #» » 

<W«rtu.lty to tfiMK.. W torito.,!,’ * P> ” . U<1 *•"*««•**» 

«eea Chairmen -niTum * PwMssb *tth you. I hare since 

occurred to me that it might ha heisfei ** *** * rohleisr> - & 

went of the various tnanrtV r *** *»*« • written state. 

*u • i ^ of *ht» matter which 2 diseuMM,-! »<ri, 

«nd that i» the purpose «f this letter. «»cussed with you, 

**9 was $55, 000, 0$$, the oriei*»l e °®*** ,M:t4 ** «* ®»* new build- 

Service wu ftSO C ** S “ ***** BuUdfoes 

of the Budget we mans s ted th. ** . ssieeia with the Bureau 

*^ 0 , ooo. 

,,ss “*• t. 

j***'^*'^ U * Uta ““« •»> «ta*« tlM 
prepared detailed <-*et ^ . ; pl - ’O binary steps, we have 

ond eeaditions, far $ 46 , <j®c §fl 9 *4 u ** lo * t *»**•»« standards 
$S«,eoo, 000 was made by the 0riftoaA ••«*»«** of 

1955, the building* **«*•« in March of 

tlnues upward. U is new estismted “** ** trend co ®* 
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•pwte would be required to the building, which to twa mesne ll»t we 
vmabie to house several hundred of our WfftljfWi. Csirto 
estimator indicate that roughly $56, 00©, 000 would new he required 
to order to per** it construction end cite develepmant el facilities 
which would house ell Agency personnel. tide estimate to subject 
to change a* more detailed plane end specifications are drawn, hot, 
taking all factors Into consideration. it it highly unlikely that toe 
ftaal cdtoalo will he any tower than thl* cnoto. 

Respite the toreyolng, we feel toe re are feed and sufficient 
reason* to proceed immediately wtth a* appropriation reqoeet tor 
the lull amount pre sently authorised, and tide regie et fa now before 
the G ungrate. Although 300,000 square feet el enable apace will 
have to he eaeriliccd, toe betiding now proposed will provide apace 
tor all ol atr employee* who are aow housed in temporary buildings, 
tout permitting toe evacuation el that epace »e that tie demolition 
will be possible to accordance with Government plena tor urban re- 
newal in the I>ia*rtot el Columbia, and *» required by tiie act author- 
icing onr building. The total number el building* occupied by the 
Agency would be couaiderabiy reduced, with reanltant benefits. 
FtoaUy, any further delay, in addition to perpetuating eaceative 
operating eoete, may occasion an appreciable further increaee to 
construction coete, thereby farther rednelng the apace that could be 
provided with the toade available. Ow architect! have planned the 
bnUdtog an that addition# can he made without difficulty if end when 


tiona, heating, air conditioning and other tociiitiee till be constructed 
eo ae to accommodate a larger building than we would be able to con- 
struct under our preeent authorisation and appropriation requast. 

Under thie procedure, we can feme* no waste or needle** expense 
If a later decision Is made to enlarge the butidfhg. 

1 believe this summarise* toe statue of our building problem. 

% e are prepared, el emtree, to go tote thie matter In detail in hearing* 
before your C ommittee, to to* meantime, if you er tika member# or 
staff of the Committee desire any supplemental information prior to 
the hearing#, we will be mere than happy to furnish It. 


mth kindeet regard*. 

IGjN&fiitl/ble (18 May^SAj.-^ 


Sincerely* 
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